Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 


Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48471 Broadcast Actions 4/20/2015 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 04/15/2015 


FM TRANSLATOR APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT DISMISSED 
PA BMPFT-20150126AAX W288CL STEEL CITY RADIO, INC. Mod of CP 


147323 
PA , MOOSIC 


105.3 MHZ Informal Objection filed 02/26/2015 by BOLD GOLD MEDIA GROUP, L.P. 


Informal Objection Filed 03/16/2015 by BOLD GOLD MEDIA GROUP, 
L.P. 

Dismissed 4/15/2015 per applicant's request-no letter sent. 

Informal Objection filed by Bold Gold Media Group, L.P. dismissed 
4/15/2015 as moot since the application was dismissed by the applicant. 


FM TRANSLATOR APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY DISMISSED 


MN BPFT-20120514AAR K201HD REFUGE MEDIA GROUP Minor change in licensed facilities, callsign K201HD. 


106580 i i Am m i 7 
MN i CI A R A CITY Engineering end ent filed 06/0 [2012 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT DISMISSED 


GA BMPDTL-20150218ACH W27DY-D DTV AMERICA 1, LLC Modification of construction permit file number 
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News media information 202 / 418-0500 


REPORT NO. 48471 Broadcast Actions 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION 


Actions of: 04/15/2015 
AM STATION APPLICATIONS FOR MODIFICATION OF LICENSE GRANTED 


AR BML-20150317ABT KWYN 18183 EAST ARKANSAS 
BROADCASTERS, INC. 
P 1400 KHZ 
AR, WYNNE 


AM STATION APPLICATIONS FOR TRANSFER OF CONTROL GRANTED 


TX BTC-20150218AAL KCKM 35048 KICKIN' COUNTRY 
BROADCASTING, L.L.C. 
E 1330 KHZ 


TX, MONAHANS 


DIGITAL CLASS A TV APPLICATIONS FOR LICENSE TO COVER GRANTED 


TX 0000001265 KXTQ-CD RAMAR COMMUNICATIONS, INC. 
55055 
TX, LUBBOCK 
CHAN-46 


DIGITAL TV APPLICATIONS FOR TRANSFER OF CONTROL GRANTED 


IN BTCEDT-20150403AAD WFYI 41397 METROPOLITAN INDIANAPOLIS 
PUBLIC BROADCASTING, INC. 
E CHAN-21 


IN , INDIANAPOLIS 


PUBLIC NOTICE 


Recorded listing of releases and texts 202 / 418-2222 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


4/20/2015 


NATURE O F APPLICATION 


License to modify. 


Voluntary Transfer of Control 
From: ROBERT W. SOUZA 
To: JOANNE SOUZA 

Form 315 


License to cover construction permit no: BDFCDTA-20080604ACE, 
callsign KXTQ-CA. 


Voluntary Transfer of Control 

From: ERIC GILLISPIE, JULIE DAVIS, ET. AL (FORMER BOARD) 
To: ERIC GILLISPIE, JULIE DAVIS, ET. AL (CURRENT BOARD) 
Form 316 
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REPORT NO. 48471 


STATE FILE NUMBER 


Actions of: 04/15/2015 


FM STATION APPLICATIONS FOR LICENSE TO COVER GRANTED 
OR BLH-20141016ACU 


TX BLED-20150401AEN 


MS BLH-20150408AAI 


FL 


BLED-20150408ACR 


News media information 202 / 418-0500 


E/P CALL LETTERS 


E 


E 


E 


E 


KWXS 189513 
107.7 MHZ 


KAWV 91097 
88.3 MHZ 


WZKS 17357 
104.1 MHZ 


WYJC 122010 
90.3 MHZ 


Broadcast Actions 


APPLICANT AND LOCATION 


COMBINED COMMUNICATIONS, 
INC. 


OR, PRINEVILLE 


EDUCATIONAL MEDIA 
FOUNDATION 


TX, ALICE 


MISSISSIPPI BROADCASTERS, 
L.L.C. 


MS, UNION 


CALVARY CHAPEL OF TWIN 
FALLS, INC. 


FL, GREENVILLE 


Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


4/20/2015 


NATURE O F APPLICATION 


License to cover. 


License to cover. 


License to cover. 


License to cover. 
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Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48471 Broadcast Actions 4/20/2015 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 04/15/2015 


FM STATION APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


PA  BPH-20150303ABV WSBG 47424 CONNOISSEUR MEDIA Minor change in licensed facilities. 
LICENSES, LLC 


E 93.5 MHZ 
PA , STROUDSBURG 
SC  BPH-20150303ABY WCMG 72929 CUMULUS LICENSING LLC Minor change in licensed facilities. 
E 94.3 MHZ SC, LATTA 
IL BPH-20150323AAB WIQI 164237 RADIOACTIVE, LLC Minor change in licensed facilities. 
E 95.9 MHZ IL, WATSEKA 


FM STATION APPLICATIONS FOR TRANSFER OF CONTROL GRANTED 


IN BTCED-20150403AAE WFYI-FM METROPOLITAN INDNPLS. Voluntary Transfer of Control 
41394 PUBLIC B/CING, INC. From: ERIC GILLISPIE, JULIE DAVIS, ET. AL (FORMER BOARD) 
ne Nic -INDIANABOIS To FRIC GILLISPIE JULIE DAVIS, ET. AL (CURRENT BOARD) 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48471 Broadcast Actions 4/20/2015 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 04/15/2015 
FM AUXILIARY TRANSMITTING ANTENNA APPLICATIONS FOR LICENSE TO COVER AUXILIARY PERMIT GRANTED 


MA BXLED-20150408ACU WMUA 69184 UNIVERSITY OF License to cover auxiliary permit. 
E 91.1 MHZ MASSACHUSETTS 


MA, AMHERST 


FM TRANSLATOR APPLICATIONS FOR LICENSE TO COVER GRANTED 


IL BLFT-20150326ABV W251BQ ALPHA MEDIA LICENSEE LLC ican ie tover 
152553 
IL, | PEORIA 
98.1 MHZ 
TX BLFT-20150327AMU K228FH CC LICENSES, LLC License to covek 
151663 


TX, MONTOYA 
93.5 MHZ 


FM TRANSLATOR APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 
VA BPFT-20150316ACG W277CT 18868 POSITIVE ALTERNATIVE RADIO, Minor change in licensed facilities, callsign W274AB. 


INC. 
E 103.3 MHZ 
VA , PETERSBURG 
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REPORT NO. 48471 
STATE FILE NUMBER 


Actions of: 04/15/2015 


PUBLIC NOTICE 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


E/P CALL LETTERS 


Broadcast Actions 


APPLICANT AND LOCATION 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR LICENSE TO COVER GRANTED 


OH 0000001256 


OH 0000001257 


FL 0000001258 


TX 0000001259 


E 


W21DI-D 
184283 


CHAN-21 


WEKA-LD 
184644 


CHAN-27 


W20EA-D 
182931 


CHAN-20 


KTDJ-LP 
135827 


CHAN-5 


DTV AMERICA II, LLC 
OH, CANTON 


DTV AMERICA II, LLC 
OH, CANTON 


KING FORWARD, INC. 
FL, LIVE OAK 


ISMAEL MARTINEZ, JR 
TX, DAYTON 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


4/20/2015 


NATURE O F APPLICATION 


License to cover construction permit no: 0000001080, 


callsign W21DI-D. 


License to cover construction permit no: 0000001081, 


callsign W27DL-D. 


License to cover construction permit no: BPDTL-20141222AAM, 


callsign W20EA-D. 


License to cover construction permit no: BDCCDVL-20141124BAN, 


callsign KTDJ-LP. 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48471 Broadcast Actions 4/20/2015 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 04/15/2015 
DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT GRANTED 
NC 0000001192 WNCB-LD DTV AMERICA CORPORATION Modification of construction permit file number 


183629 PDTL- AHH 
NC, FAYETTEVILLE BNPDTL-20091023 : 
CHAN-15 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


ow eee oR KING FORWARD; ING; Minor change in licensed facilities, callsign W17DH-D. 
182282 ; : : 
FL, GAINESVILLE Engineering Amendment filed 
CHAN-17 
R i BRAMMER ZU CEC Minor change in licensed facilities, callsign W35CY-D. 
184197 
IN, LAFAYETTE 
CHAN-35 
ee nae eee ELVA ROSA AND MOISES GOMEZ Minor change in licensed facilities, callsign KEHO-LD. 
130156 
TX, HOUSTON 
CHAN-49 
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Federal Communications Commission 
P | | B | | ( N O l | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 48471 Broadcast Actions 4/20/2015 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


Actions of: 04/15/2015 
DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY GRANTED 


TX 0000001203 KAHO-LD HOSANNA APOSTOLIC Minor change in licensed facilities, callsign KAHO-LD. 
130038 MINISTRIES BROADCASTING 
CORPORATION 
CHAN-4 


TX, WOODVILLE 


FM TRANSLATOR APPLICATIONS FOR LICENSE TO COVER LICENSE CANCELLED 
GA BLFT-20121109ADJ DW275AY DAN ALAN TAYLOR License cancelled 4/15/2015 per applicant's request-no letter sent. 


140856 
GA, NASHVILLE 
102.9 MHZ 
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